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BILL NO. S-77-06-^2 f 


• s- /gfe>-y7 


SPECIAL ORDINANCE NO 

AN ORDINANCE approving a blanket 
contract for copper pipe for the 
Water Maintenance & Service Dept. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY 

OF FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated May 31, 1977 

between the City of Fort Wayne, by and through its Mayor and 

the Board of Public Works, and National Mill Supply for: 

Blanket Purchase Order for Copper Pipe 
from July 1, 1977 thru December 31, 1977 

Estimated Quantity: 

10 3/4" "K" Soft 60' Coils 

Fed. Spec. WW-T-799 (3000') 

10 3/4" "K" Soft 100' Coils 
Fed. Spec. WW-T-799 (1000') 

500' "K" Soft (20' lengths) 1-1/2" 

Fed. Spec. WW-T-799 
500' "K" Soft (20' lengths) 2" 

Fed. Spec. WW-T-799 


$ 2,700.00 

900.00 

699.00 

1,475.00 
$ 6,705.00 

all as more particularly set forth on City Utilities Purchase 
Order No. B-8973, which is on file in the Office of the Depart¬ 
ment of Purchasing and is by reference incorporated herein, 
made a part hereof and is hereby in all things ratified, 
confirmed and approved. 

SECTION 2. This Ordinance shall be in full force 
and effect from and after its passage and appr .^hythe Mayor. 



APPROVED AS TO FORM 
AND LEGALITY,. 












Read the first time in full and on motion by _, seconded by 

__ j L j ti ^t^^ and duly adopted, read,the second time by title and referred to the 


Committee on_ _ ivy _(an d the Citv Plan T lnmTwigsinn for 

recommendation) and Public Hearing to be held after due legal notice, at "the Cduncii unambers, 

City-County BuffdThg^'FoTf Wayne^rindiana, on_, the _ _day 

of 


, 19—, at 


= 6W-77 


DATE: 


Read the third time in full and on motion by 

D 


seconded by 
PASSED 


CITY CLERK 


>y the following vote: 


, and duly adopted, placed on its passage. 


AYES NAYS 


TOTAL VOTES 
BURNS 

HINGA 

HUNTER 

MOSES 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 

STIER 

TALARICO 

DATE: 






ABSTAINED ABSENT TO-WIT: 



CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 



NNEXATiON)- (SPECIAL) (ARPROPPMATIONrORDINANCE 


3 * 4-17 c 




ATTEST: (SEAL) 


PRESIDING OFFICER 
Mayor of the City of Fort Wayne, Indiana, on the 


19 at the hour of 






CITY CLERK 


Approved and signed by me this 
at the hour of / b o 'clock 


d ay of , C Z 


10 & 2 , 



MAYOR 








































































































Bill No. Stv77^06^21 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee oh City Utilities _ to whom was referred an Ordinance 

approving a blanket contract for copper pipe for the Water Maintenance & Service Dept 


V- 

— V 


have had said Ordinance under consideration and beg leave to report b^ck to the Common 


Council that said Ordinance _ 

PAUL M. BURNS - CHAIRMAN 




FREDRICK R. HUNTER - VICE CHAIRMAN 


VIVIAN G. SCHMIDT 


WINFIELD C. MOSES, JR. 


JAMES S. STIER 



y yy CONCURRED IN 
ATE ---CHARLES W. WESTERMAN, CITY CLERK 
































From Ruth 
Subject: 


Memorandum 

Wehrenberg, Board of Works _ Date June 3, 19 7 7 


Winget, Purchasing Department 


Reference #428, Copper Pipe 


COPIES TO: 

J. Morreale 
B. Drew 


Herewith are bid documents (Bid No. 428) relating to 
Purchase Order No. B-8973 which is favoring National Mill 
Supply for Copper Pipe for Water Maintenance and Service 
Department. 


National Mill 
Wayne Pipe 
LeRan Copper 


3/4" 3/4" 1" 

60 1 2 3 4 Coils 100' Coils 60’ Coils 

$.90/F+. $.90/Ft. $1.15/Ft. 

.7728/Ft. .7728/Ft. 1.0164/Ft, 

.906/Ft. .906/Ft. 1.15/Ft. 


11" 2 " 

20* Lqhts. 20 f Lghts 
$1.88/Ft. $2.95/Ft. 

1.7136/Ft. 2.5809/Ft, 

1.88/Ft. 2.88/Ft. 


TOTAL APPROXIMATE VALUE: $6705.00 


Although the lowest valid offering by $11.00 on a 
estimated volume of approximately $6,700.00 was submitted 
by LeRan Copper and Brass, Coldwater, Michigan, Purchasing 
recommends accepting the offering of National Mill Supply 
a Fort Wayne based local tax paying firm for the following 
reasons: 

1. Source of supply is immediately available. Deliv¬ 
eries of emergency requirement or pick-up by the 
user department are more readily available from a 
local source than from Coldwater, Michigan. 

2. Whether the full estimated amount of the IV and 2" 
Copper Pipe will actually be needed is, according 

to Water Maintenance and Service Department, depend¬ 
ent upon factors unknown in advance. If lesser 
quantities are purchased of the 2” size, the price 
advantage would be to National Mill. 

The Wayne Pipe and Supply offering contained errors and 
upon discovery this vendor requested to withdraw its offering. 
To have denied this request would have placed Wayne Pipe and 
Supply in a loss position. With the concurrence of the appro¬ 
priate Associate City Attorney, Purchasing allowed this vendor 
to withdraw its bid. 

Attached are the following documents in support of the 
recommendation for acceptance of National Mill Supply bid: 

1. Copy of tab sheet. 

2. All vendor's bids. 

3. Copy of Purchase Order. 

4. Copy of bid mailing list. 

continue on page 2 













continued 


page 2 


COPIES TO: 

J. Morreale 
B. Drew 



Memorandum 

w t> Wphrpnbero. Board of Works 

Dat- May 31, 19 7 7 

r- _ Rut-h Wincjet, Purchasing Department---:—__- 

r-rom 

Subject 

Bid Reference #428, Copper Pipe 



It is urged that in referring this bid-quote to the 
City Council for enactment of an ordinance, that all of. the 
attached items, together with this memorandum (or copies), 
be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order Number 
(s) is given to National Mill Supply until evidence of Council 
approval is furnished to the Purchasing Department. 



A. C. Lord 
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ftrp QDtF tFCDOBT MOTOE 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

I National Mill Supply 

5501 Distribution Drive 
Fort Wayne, Indiana 46825 




May 5>£7‘iW r 


;%j 

>ice, bill of lading, 
jrrespondence. 


L 


J 


SHIP TO — 


MAIL ALL I 


WtfSftkMs 


Water Maintenance & Service Dept. 
415 East Wallace Street 
Fort Wayne, Indiana 46803 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OP ACCOUNTS 


Blanket Purchase Order for Copper Pipe 
from July 1, 1977 thru December 31, 1977 



3/4" "K" Soft 60'Coils 
Fed. Spec. WW-T-799 C3000') 


3/4" "K" Soft 100*Coils 
Fed. Spec. WW-T-799 


"K" Soft (20* lengths 
Fed. Spec. WW-T-799 


"K" Soft (20* lengths)2 
Fed. Spec. WW-T-799 


SUBJECT TO COUHOILMANIC APPROVAL 


Requirements will be released on Send 
departmental Purchase Orders, against 
this blanket order as required by the 
using department. 

Bid Ref. #428 F.O.B. Delivered g^ovi 

2% 10th Prox. Firm Price ^ 


RW/pl #4717 

NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WIL'l BE TAKEN 


0 CONDITIONS C 


























•7 7 


To bo delivered to_d 


On or before 




^'jiiL’y LJ tiliCics 

PURCHASE REQUISITION ^ ^ 6 % ~<5 

JReq. lsoJtf2£L 


Please order the following Material for. Delivery as Specified: 


■. O. No. B ?f?3 


QUANTITf^7 

DESCR.PHON 

D18T. 

NO. 

DEPARTMENT 
ESTIMATED COST 

a> 

^ ■> — z/~" — 'z~\ -. ; ■ 










„ 7'. „ j-s. y y 





^ -/ * 





/ r /. . / '"7^“— 





/ 7 










T^L/, =/h $ 





£ 7c -/a jjtzC 72w>, 




J 

-iCtilVuD 

7^7 <?, T5, /.9~ £> 




I 

tm 24 1977 
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REMARKS: | 

CITY UTILITIES 





l 

~±a : :-- UrriOE" „ 


-T/yC^s 






I horaby certify that the work or supplies «bc 
ora nocossary for stock or usa in this department 


sesfa 


^vrvvrVr^r^ OiTXllkv. ‘TCh 'l 


2 Charga tight_ 
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DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

INVITATION 


46802 


Page— 


tlaWIwu. to tVi 

nuitorUl*. *aopH<m. *q til pro 
.« tixrwD Qoot»Uo, 


ooodlUoat cm to. r«-r»r». h.rmf, 

or Mt-rt&M. for tb» Anmrtm.nl u nmntioo*d. Mtb d. 
» ibid! lnclud. nil duirrm for d.lhmrr, pmhloj 


A AAr »» n your mply . 


m N%S\ *11 mlin and 


a AU.o<_ 

Room 470, .Numbe 


T.nrd 4 23-70 37 DEPARTMENT OF PURCHASES 
One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

fa to y Maintenance 


Department 
or Division. 


arvica Dcpartnant 


415 East Wallace Street 
Fort Wayne, Indiana 46802 


Data .1 

Data wutri 11 , 18 » 


Fund 

Appropriation No.. 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Tim! 1 ?! Wednesday , May 18, 1977 at 11:00A.H. ___ 

TAX2S» THB CITY 13 EXEMPT FROM rEDZILAL ZXCiaZ AND INDIANA STATS 3AL23 TAX. TEC# CrTT 3 INDIAN A SAL23 TA^. KXZJCPTtON 
CSSTTFICATS KUM8Z3 13 NO. MM3. FRIGES SHOULD NOT ENCLUDA TH2S3 TAXXa Sa« ‘Ta .traction. to BJddara" No. 10 o* »wn» harm* for cirt*JU, 

TAX EXEMPT (Unless otherwise indicated) 


NatariaJv 8«,»Uao. Ea^oaoant »r Sarrfot 


Uatt 


COPPER PIPE REOUIREMEUTS 
For July,1, 1977 thru December 31, 1977 
See attached Sheets 

The enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
llon-Collusion Affidavit. , 

We require a guaranteed firm price for all shipments 
made to us during the period stated above. 

The award of this bid will be made on the basis of tli 
best overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of Depart 
mental Purchase Orders, in- quantities as required. 

All materials shall conform with the City of Fort.Way 
"Water Haint. & Water Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 

modifications thereto. , 


__ . ... Performanc# Bond :QE 

&»♦ la^irrxriiofl 1 t»w Now II on rrrtrx aM* b*nof. 


Bid Bond required 0 □ - 

Temi3_2___% cash discount if paid within lOthdays from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


Delivery'of any or all of the items or completion of services indicated shall ba made withinJi&aya from receipt of order 1 
IMPORTANT - - - - -- - -* --*“ u “ - -- ,v ‘ VLL1 “ 

r n 



Import..* lh«i WMn 


l^Supplyu—Hie.*_ 


L. 


J 


Ft.Wayne, Ind. 46825 







































COPPER WATER PIPE . 


July 1, 1977 thru December 31, 1977 


EST. 

QTY. 

SIZE 

DESCRIPTION 


PRICE PER FOOT 

50 

3/4" 

* K' 

Soft 

60 * 

Coils Fed. Spec. WW-T-799 

$ 

02 

10 

3/4" 

* 1C 

Soft 

10 0 

' Coils Fed. Spec. WW-T-799 

$ 

02 

10 

1" 

•K’ 

Soft 

60 ' 

Coils Fed. Spec. WW-T-799 

$___L 

05 

500 ' 

IV 

' K' 

Soft 

20’ 

Lengths Fed. Spec. WW-T-799 

$ 1 . 

.,88 .. 

500 ’ 

2" 

•K' 

Soft 

20 ’ 

Lengths Fed. Spec. WW-T-799 

$ 7 

05 


COMPANY : __ 
SIGNATUREi 
TERMS :_ 




2 % 10th. prox. 


■ID-SL 


F.o.u.: Delivered 

DATE :_ 5-18-77. 


Firm Price for Order Duration: 


July 1, 1977, thru December 31. 1977 

















DEPARTMENT OF PURCHASES 

Number One Main S + ,, Ft, Wayne, Ind. 

INVITATION 


CJooUtloM. rt to tb* eowlllloo* on tb« rrnr» Wiol, *jr* r»qo~Ud on tb* following U*t of 

toatwUU, runoUw. *qulp«M«» or .w-rlom, for lb. d^^rtmrnt u nwtkxiid, k 
, Quotation* »b*ll leelud, alt cbjjyw for 






Ad, 


lmlicstrd b»low.» 

1 A. C. T.o rcl *123-70 3 7 DEPARTMENT OF PURCHASES 

Room 470, Number One Main St,, Ft. Wayne, Ind, 46802 


REQUIRED FOR DELIVERY TO: 


Department 

or Division_ Water Maintenance 


Service Do.partncnt 


415 Hast Wallace Street 
Fort Wayne, Indiana 46002 


Page— 


pril 14, 1977 


Date wanted . 


Fund 

Appropriation No.. 


RETURN ORIGINAL TO THE CITY— RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 

Time of Rid a Wednesday, Hay 13, 1977 at lliOOA.Ii, _ 


TAX EXEMPT (Unless otherwise indicated) 


Hatari*!*. 3»sis>lW, 2,<ttna**nt «> SwH«w 


COPPER PIPE REOUTREIIEIITS 
For July 1, 1977 thru December 31, 1977 


See attached Sheets 


The enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
lJon-Collusion Affidavit. , 


We require a guaranteed firm price for all shipments 
made to us during the period stated above. 


The award of this bid v/ill be made on the basis of thje 
best overall proposition for the Utilities. 


The pipe will be shipped only upon issuance of Depart¬ 
mental Purchase Orders, in- Quantities ns required. 

All materials shall conform with the City of Fort Wayne 
"Water Haint. G Water Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. . ‘ 


YES T 3 S 

Bid Bond rsquiwd 0 □ _Performance Bond :Cp □ __ .. , 

£♦* lrurtroetJon No. IS on r r rarn tW# h+r+ol. 

Terms_ 1 —% cash discount if paid within_L5-day3 from delivery and acceptance of goods or completion of services. 

PROPOSAL OR BID 

In ecmpIlMie, »Hth lb, *bor* larftnlloo for bid* KrxJ rub>rt to *11 condition* thtnof. tb. uod,r*lro*d o3<r* njrxl n-rrw, If tbl* bid V* wttbla » r-»**n*>4* 

tlm, from d* t* .4 elcln*. to ftomUb Kay or *i Iroi lb, itwa* or r>nd»r «ucb *«rrl*M upon wblcb prle-, or* quoted, la *e«ordAn*. -nith tin* »owdd*»tV>»* ootd-rtnr Clod M ih» 
trie. Mt oppeMii* r«b Itom. 

Delivery of any or all of the items or completion of services Indicated 3hall be made within—day3 from receipt of order* 



IMPORTANT 7ST teJsSTSSL*, 

oaj b« a fwtnr lo lb* «—«M cf u or+*r, h U lV.» SVbWr* 

IniomaftlMn a. box*, 

r 

n 

B\tn If»ii 



WAYNE PIPE & SUPPLY. INC. 

/+■- •!.«/ O-'i- **•»»**$* 

rw ..RT CHARD 'sCumV'kMAN . "* “ * t—.i-TNnTTQTPT AT /QAT r: 



AdJrm, .1815.. SOUTH. ANTHONY m.wp __ 

L. 

j 

av .mirnm..,, .... - 













































COPPER WATER PIPE . 


July 1, 1977 thru December 31, 1977 


EST. 

OTY. 

SIZE 

DESCRIPTION 



PRICE PER FOOT 

r.o 

3/4" 

• K' 

Soft 

GO 1 

Coils Fed. 

Spec. WW-T-799 

$ 

, . . 22.28.. Not?—-- 

10 

3/4" 

' K’ 

Soft 

100 

' Coils Fed. 

Spec. WW-T-799 

$ 

..7,728 Met- 

10 

1" 

' K' 

Soft 

60’ 

Coils Fed. 

Spec. WW-T-799 

$ 

- 1 -- 0-iM .Rat 

500 ' 

IS" 

' K' 

Soft 

20 ’ 

Lengths Fed, 

. Spec. WW-T-799 

$ 

1.7136 Net* 

500' 

2" 

’ K’ 

Soft 

20 ’ 

Lengths Fed. 

. Spec. WW-T-799 

$ 

2.5809 Net 


COMPANY: __Wayne Pine & Supply TncL _ 

SIGNATURE ; Richard Schmieman _____ 

TERMS : 2Z-15 days-Net 30 day a _ 

F.O.D.: Delivered __ 

DATE :_ 5/16/77 _ 

Firm Price for Order Duration: From Jul y 1 > 1977 thru December 31, 1977 

















FO«M OP2B S *58 


oiT i wjd i' ua'.va , 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

INVITATION 

CooUtlotuk* to th* ©o*>dltk>o» cn rrr#r»* b*rW, ar* wqoMUd C 

trva-t*riai«. urDpii**, •qoipervMt or ►^Trie-s*, for th# d 
»4 tboom b.>Io^r. QooUtlon* *h*l\ laelud« all eivxry 


Page_ 


•Null «11 m>t!« 


... ^ A. C. Lord 4 23-70 37 DEPARTMENT OF PURCHASES 
Room 470, Number One Main St., Ft. Wayne, Ind. 46802 


April 14, 19 7'/ 


Hay 18, 197 


REQUIRED FOR DELIVERY TO: 
Department 

or Division _ » a to* - .. Ha:L . n tunanco 


415 East Wallace Street 
Fort Wayne, Indiana 46802 


I Fund 

Appropriation No. _ 


RETAIN DUPLICATE COPY FOR YOUR FILE 

Wednesday, May 18, 1977 at lliOOA.H. 


RETURN ORIGINAL TO THE CITY 
Closing 


TAXE3« TH3 CITY 13 EX£3«>T FROM FEDERAL KXCI32 AND INDIANA STATU 3ALE3 TAX TH3 CrrT’3 INDIANA UALS3 TAX EXEMPTION 
CSSTmCATS NUMBER 13 NO. WS08- PRICES SHOULD NOT INCLUDE THESE TAXES. 6m "loitrwtiaru to EkLUrP’ No. 19 OB tmm Ingl lor dKAW. 

TAX EXEMPT (Unless otherwise indicated) 


3appU*«. EqBl^aMnt or Hrarrlt* 


COPPER PIPE REQUIREMENTS 
For July 1, 1977 thru December 31, 1977 
See attached Sheets 

The enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
IJon-Collusion Affidavit. , 

We require a guaranteed firm price for all shipments 
made to us during the period stated above. 

The award of this bid will be made on the basis of th 
best overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of Depart 
mental Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort. Way 
"Water ilaint. a Water Service Materials .Standards" 
revised as of August 6, 1974 and any supplements or 

modifications thereto. 


Bid Bond required 0 


Tenns. 


% cash discount if paid vrithimi 




_ perform^ncs Bond -G£ 


Hays from delivery and acceptance of goods or completion of service*. 


PROPOSAL OR BID 


la ccnspUjuiet w*t5» tbr Abort lnrft*Uoo for hMj 
nr trm dm* ci elc*lnjr, to furaljw ia; ot Alt of tb 


Delivery of any or all of the items or completion of services Indicated 3hall be mada withln&ldaya from receipt of order 
IMPORTANT .8S F i ^ 

[- -[ Bl*n IIkii O ~JfcOo-r*--f 




cv • *> 'A 
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J 






































COPPER WATER PIPE . 


July 1, 1977 thru December 31, 1977 


EST. 
C>TY . 

SIZE 

DESCRIPTION 




PRICE PER FOOT 

50 

3/4" 

' K' 

Soft 

60 ' 

Coils Fed. 

Spec . 

WW-T-799 

$ 

10 

3/4" 

•K* 

Soft 

10 0 

' Coils Fed. 

Spec. 

WW-T-799 

$ * .lob 

10 

1" 

' K’ 

Soft 

60 ' 

Coils Fed. 

Spec. 

WW-T-799 

% * US' 

500 ' 

lh” 

■K' 

Soft 

20 ' 

Lengths Fed. 

. Spec. 

, WW-T-799 

s 

500* 

2" 

' K' 

Soft 

20 ' 

Lengths Fed. 

. Spec. 

. WW-T-799 

$ j?. ¥$ _ 


COMPANY: -j C*. 

SIGNATURE: o' _ 

TERMS ; r'Z-Z /O 7 -^ F<?^K , _ 

F.o.B.: fr'gszrr _ 

DATE : ~7 __ 

Firm Price for Order Duration: 7^<— ~c. ‘■f l l \ e, <77 


















DATE April 25. 19 77 
Copper Pipe 

VENDORS NAME 4 ADDRESS 
Water Maint. & r.erv 

CARDS MAILED j 

BIDS PICKED UP 

BIDS MA1 Leu j 


ripe s Supply Co. 
1050 Watt Street 
Jeffersonville. ind 



April 25, 1977 


Federal Copper & Alt 
715 Florida Drive s'. 
Minneapolis, Minn. 

m 


April 25, 1977 


LeRan Copper & Brass 
r.O. Box 40 
Coldwater, Michigan 



April 25, 1977 


Michigan Hydrant & V 
12606 Inkster Road 
Detroit, Mich. 

al ve 


April 25, 1977 


Reading Brass Co. 
r.O. Box 279 
Hillsdale, Hicli 



April 25, 1977 


Water Works Supplies 
r.O. Box 29100 
Cumberland, Ind. 



April 25, 1977 


Clow Corporation 

51591 U. S. 31 Worth 
South Bend, Ind. 


. 

Apri1 25, 1977 


Treaty Company 

4020 Wells Street 

Fort Wayne, Indiana 

April 27, 197 

7 April 28 



national Mill . 

5501 Distribution Drivi 
Fort Wayne, i n d 

April 27, 1977 

| May 13, 1977 



Wayne Pipe a Supply j 

1015 So. Anthony Blvd. I 

Fort Wayne, Indiana SApril 27, 1977 

S May 4, 1977 j 

1 1 


Central Supply Co. 3 

701 E. Wall act St. jApril 27, 1977 

1April 29, 1977| 

| 





























DATE _ .i^pxj-JL—. ID.7 7 

Copper Pipe 

I) IiPT. u.M. & S . 

vfcllDORS 11 AM 12 fi ADDRESS 

CARDS MAILED 

BIDS PICKED UP 

BIDS MAILED 

Tri-State Plumbing 

1120 Taylor Street 

April 27, 1977 

May 9, 1977 


Cooper Distributing 

3205 N. Wells Street 

April 27, 1977 

May 9, 1977 



































































(BLANKET PURCHASE ORDER) 

TITLE OF ORDINANCE specia l ordinance - city utilities purchase order no. b-8973 

BOARD OF PUBLIC WORKS 


eP' 

DEPAWEff RECASTING' ORDINANCE. 
x SYNOPSIS OF ORDINANCE city utilities purchase order no. 


1-8973 (BLANKET PURCHASE 


ORDER) FOR COPPER PIPE FROM JULY 1, 1977 THRU DECEMBER 31, 1977 FOR THE WATER 


MAINTENANCE & SERVICE DEPT. BID NO. 428 


(SEE ATTACHED MEMORANDUM) 


EFFECT OF PASSAGE _ ability to repair water lines 


EFFECT OF NON-PASSAGE _ inability to repair mater lines 


MONEY INVOLVED (Direct costs. Expenditures, Savings) 


ASSIGNED TO COTTIEE 


EP 































